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lo 'York on the electrification of the Gx'iienaw-KoenicsTOsterlmjsen railroad line 
had been started,* but the v/ork was suspended because of shorties of materials 
required* Steam locomotives continue to operate on this lirj.ee ■» 

25X1 A # Comme nt o The recon struction, of a second track on this line was reported 

25X1 previouslyr n 1 In addition to this the electrically operated 

Berlin intorurban railroad system was to bo extended as far as Koenigs was torh&u-- 
son after installation of a third ratio The suspension of the project is due to 
a shortage of electrical equipment In the Soviet Bono of Germany a 
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